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Location : 
See Annex 1. 
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Plant desicnation : 


In Plant No 45, when labor details were assigned to their places 

lant was always called Zavod No 165, Tue same iden- 
tification number vas seen by source on a bulletin board at the 
Stolovoya building, PW engineers and draftsmen who were employed 
in their professions said that the rlant is assigned te the sero~ 
dynamic Institute, 


Uistorical data : 


According to toviet workers the plant wis built in the 1930s, It 
was an aircraft engine plant. Source was under tne impression that 
it was beinz converted to the production of aircraft turbines. The 
eurved workshop (item 2 of Annex 2) was purticularly being recon- 
structed and the foundations for new machinery were built; in Au- 
gust 1947 the roof of this shorn was rerlaced, 


Layout: See sketches 2 and 3 on Annex 2. 


a, The larce workshop (item 1 of sketch 2) was on higher terrain 

3 h ther worlksh It was off-limits to Pils. 25X1 
the workshop consisted of one hall in 
which four rows o atnues and milling machines were set up. 


ov, The workshop (item 2 of sketch 2) was composed of five depart- 
monts, Transformers were seen in a 3 x 8 = meter compartment; 
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switehbosards were installed on the walls. 4 3 x 3 x 3=meter elec- 
tric furnace was standing in the middle of the room . 4 esble duet 
led to the transformer house. Two foundations were dug out and 
concreted between the furnace and the internal wall. (Dimensions : 
2x 3 meters, 1.5 meter dus in and 30 centimeters above surfice), 


ive or six larze castinzs (turbine easinzs as deserihed in Plant 
Wo 45) in addition to wooden and sand molds were seen in this shor. 
The furnace was not in oreration during the day, the castings being 
produced at night when the Pls were not present. A erucible rot was 
suspended from a traveling crane, 


The other four departments of the building were of about ennual size, 
In the second department were two rows of 10 Lathes (2.5 x 1 sneter) 
and 5 milling machines set up in two rows3 between the to rows were 
three boring machines, In each corner of the department a 5 x 7=meter 
space was pz artitioned off which was tatren up by tvo rooms, sn  akopase 
room and a laboratory, 


In the third room were six 2.5 x lemeter lathes arranzed in two 
LOWS « 


The fourth room was ecuipped with one 1.5 x 1.5 x 2emeter oil-burning 
furnace, resting on 0, § meter high iron legs ee with one steam 
hammer, 2. 5 meters high and go centimeters “dna ceter, This room 

was still beinz reconstructed, In July 1947 tee ye was being taken 


up (source was assigned to this work), 


The fifth room. was subdivided into four compartments of equal size. 
ihe room wa. not yet furnished. Wooden floors were being laid and 
doors wore installed. 


¢, workshop item 3 of sketch 2 west of the Llarze workshor wos being 


reeeqguipped., In August a that a forge was beine 95x14 
instslled, A furnace was under construction in the middle of the 
room, [—~—“*;™S™CCCOC UPC Smith's hearths were also being built. 


d, The northern work was subdivided into 

three departments, a turbine of the 25xX1 
Same type as that : To 45, The doors of this shor 

ware guarded, The arca around this workshop was cordoned off about 

seven times by pores rolice and the fire department in dugust 1947 
Throuszhout the day with only short interrurntions the same Loud and 
nighenitehed howl wis heard ss from the test stands of Flant No 45. 


a, Only the roof construction (steel and conerete slabs) was stored 
on the assenbly site (item 5 of sketeh 2), 


f. Six to eight factory trucks were parked on the parking lot (item 
6 of sketch 2). 


Plant manazcrent ¢ 


Some of the executive engineers wore air force uniforms, others wore 
civilian clothes, Air force commissions visited the plant three or 
fouy tines, They nusnally stayed in the northern vorkshop equipped 
WLtA aA turvine, 
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work Pores : 


& total of LOO fs worlsed one day shift, They vere formed into 
varicus details assigned to constuntly chanting plnees, “ceording 
to Soviet workers, a total of 1,500 workers worked in two shifts, 
abort 1,006 mon being assizned to the day shift. 


Froduction : 


to definite statements could be made since the rlant was being re- 
constructed, 

Factory trucks were loading and wiloading in front of the nerthern 
workshop near the river. The trucks were covered vith tarraulins, 
The gate guard econtro:led the incomin: ani outgoing trucks, 


vecurity measures : 
=) 


There was a factory police of 20 mens 6 to 3 men constantly on 
duty. Two guards were posted betveen the curved vorikshor and the 
northern workshop. 

Two unoceuried watchtovwers were near tne road, There was a board 
fenee alonz the road and on the vest. 


[| __|counent + 


uw. The existence of. Flant Ho 165, an install»tion of the air arma- 
ment industry was not known. Since the statements made by the same 
source in tro other rerorts * are considered coprect the dat: of 
this roport are also believed credible. The srecial interrogation 
of returnees who had belonted to the same Pi! Labor detail actually 
established the fact that this group was tenporarily employed in 
the Tsiam Flant and in #lants No 156 and 165 **, The data on the 
location of Plant No 165 as given in this report is in agreement 
with erevious information **, 


b. From the deserirtion of this plant it is infeorred that it is 
some sort of a test rlant in which experimental m-dels of jet en- 
sines are beint built, subjected to endurance tests and appsrently 
also improved. The machine equipment and the work Torce are such 
as to exelude the assucption of mere test stand operations, 


2 dmnexes_: 1. Location Sketch of Plant Ko. 165 of the Aerodynamic 


Institute in fioseov. 


2, Layout cketeh of rlant Me 169 of the dcrodynamic 
Institute in siosecow, 
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